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Module 5-1

Lesson Topic 5-1-2

54.  Wiring diagrams are provided in section V
and are used to show the signal/voltage
distribution between major units and
between subassemblies or modules within
major units.  (Refer to the Power Distribu-
tion Diagram.)

The signal/voltage is identified for each
wire in the interconnecting cables shown
on the power distribution diagram.  Each
cable is identified by a code; Wl, W2,
W3, etc.  Jacks are identified as Jl, J2,
J3, etc. and are normally connected to
corresponding plugs, identified as Pi,
P2, P3, etc.

The wires in each cable are attached to
male or female connectors in the plugs
at each end of the cable.  Each connector
in the plug and jack is identified by
upper or lower case letters.
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